TABLE 2-2   North American Tank Car Fleet Statistics, 1993

SPECIFICATION                          NONPRESSURE*               PRESSURED               SPECIALTY*                 TOTAL                 PERCENTAGE OF TOTAL

DOT AAR Total Percentage of Total
	159,974 2,668
	49,348 0
	631 113
	209,953 2,781 212,734 100
	98,7 1.3

	162,642 76.5
	49,348 23.2
	744
		100

NOTE: The figures include approximately 20,000 tank cars based in Canada that are accepted for interchange in the United States because they meet

DOT or AAR requirements.

"Includes DOT-103, 104, and 111 and AAR-201, 203, 204, and 211.

6 Includes DOT-105, 109, 112, 114, and 120 (proposed class operating under DOT exemption).
clncludes DOT-113 and 115 and AAR-206. Does not include the DOT-106 and 110, which are not tank cars but are more appropriately described as

portable tanks or cylinders. Also, does not include the DOT-107, which are tank cars with multiple permanently mounted tanks.
SOURCE: AAR rail car fleet inventory data from Universal Machine Language Equipment Register (UMLER); computer run on May 4, 1993.